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• Quantitative • Lightweight 

• Accurate • Power Efficient 

• Rapid Analysis • Rugged 



•Linear Quadmpole 
•90.000 cm3 
•47 kg (105 lb) 

•350 W (steady state) 


•6 s Scan Time 
•30 s Response Time 
•Autonomous 
•20 ppm LOQ 


•Rugged (25 to -60°C; 760 - 50 torr) 



AVEMS Flown over Volcanoes in Costa Rica 





